Contaminated Ground-water
FIGURE 4.12   Effects of Multi-Seam Mining on Ground-Water Systems 1-4 = Mine Locationsation of a Contamination Enclavekaline material is used, it can probably offset the pyrite oxidation reaction and may produce alkaline mine drainages. However, when the dust is no longer present, the mine may become a long-term source of acid water.
